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readily available in a protected container.
Some plants make use of several filters in
order to prevent delay in treatment during
the time the filter cloths are changed. Cloths
should be used once only, after which they
may be washed, dried and employed for
cleansing purposes. The change-over from
filter to filter is indicated by the minute
interruptions in the main temperature line on
the thermograph chart. These are an indi-
cation to the plant operator of the frequency
with which the filter cloths have been
changed.

(6) Holders. The working of the holder
or holders, as regards time and temperature,
must be strictly adhered to if the process is
to be efficient from a public health point of
view and a commercial success. This appar-
atus is the most vital part of the plant, as
upon the success of treatment of the milk at
this point depends the safety of the entire
method.

The holder may either consist of a single tank, or may be divided into a
series of compartments, each compartment having a separate inlet and outlet.
There should be complete separation of the various compartments both dur-
ing the holding period and while filling or discharging is in progress, and any

By courtesy of Cherry-Barrett Ltd.
FIG, 182.     Bag Filter.

By courtesy of the Aluminium Plant and Vessel Co. Ltd.
FIG.  183.    A.P.V. " Paraflow " showing Filter.